Name
Brunswick Steam Electric Plant, Unit 2
Byron Station, Unit 1
Byron Station, Unit 2
Callaway Plant, Unit 1
Callaway Plant, Unit 2
Calvert Cliffs Nuclear Power Plant, Unit 1
Calvert Cliffs Nuclear Power Plant, Unit 2
Catawba Nuclear Station, Unit 1
Catawba Nuclear Station, Unit 2
CESSAR System 80
Clinch River Breeder Reactor
Clinton Power Station, Unit 1
Clinton Power Station, Unit 2
Comanche Peak Steam Electric Station
Comanche Peak Steam Electric Station
Cooper Nuclear Station
Crystal River Nuclear Plant, Unit 3
Davis-Besse Nuclear Power Station, Unit 1
Diablo Canyon Nuclear Power Plant, Unit 1
Diablo Canyon Nuclear Power Plant, Unit 2
Donald C. Cook Nuclear Power Plant, Unit 1
Donald C. Cook Nuclear Power Plant, Unit 2
Dresden Nuclear Power Station, Unit 1
Dresden Nuclear Power Station, Unit 2
Dresden Nuclear Power Station, Unit 3
Duane Arnold Energy Center
Edwin I. Hatch Nuclear Plant, Unit 1
Edwin I. Hatch Nuclear Plant, Unit 2
Enrico Fermi Atomic Power Plant, Unit 2
Floating Nuclear Plant
Ford Nuclear Reactor
Fort Calhoun Station, Unit 1
Fort St. Vrain Nuclear Generating Station
GA Technologies
General Atomic Co.
Docket	Page
50-324	141
STN-50454	293
STN-50455	296
STN-50483	318
STN-50486	320
50-317	123
50-318	125
50-413	244
50-414	247
STN-50470	313
50-537	333
50461	311
50462	313
50445	285
50446	289
50-298	100
50-302	103
50-346	173
50-275	67
50-323	138
50-315	120
50-316	122
50-10	9
50-237	26
50-249	33
50-331	154
50-321	130
50-366	195
50-341	167
STN-50437	266
50-2	8
50-285	81
50-267	58
50-163	16
50-89	12
Name
General Electric Test Reactor
Georgia Institute of Technology Research Reactor
Georgia Tech Research Reactor
GESSAR-238
Grand Gulf Nuclear Station, Unit 1
Grand Gulf Nuclear Station, Unit 2
H. B. Robinson Plant, Unit 2 Haddam Neck Plant Hartsville Nuclear Plant, Unit 1 Hartsville Nuclear Plant, Unit 2 Hartsville Nuclear Plant, Unit 3 Hartsville Nuclear Plant, Unit 4 Hope Creek Nuclear Station, Unit 1 Humboldt Bay Power Plant, Unit 3 Idaho State Univ. Research Reactor Indian Point Station, Unit 1 Indian Point Station, Unit 2 Indian Point Station, Unit 3
James A. Fitzpatrick Nuclear Power Plant Joseph M. Farley Nuclear Plant, Unit 1 Joseph M. Farley Nuclear Plant, Unit 2 Kewaunee Nuclear Power Plant La Crosse Boiling Water Reactor LaSalle County Station, Unit 1 LaSalle County Station, Unit 2 Limerick Generating Station, Unit 1 Limerick Generating Station, Unit 2 Maine Yankee Atomic Power Plant Manhattan College Research Reactor Marble Hill Nuclear Station, Unit 1 Marble Hill Nuclear Station, Unit 2 Memphis State Univ. Research Reactor Michigan State Univ. Research Reactor Midland Plant, Unit 1
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